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GOVERNMENT OF KERALA 
Labour ( B ) Department 

NOTIFICATION 


No. G.O. Rt. 1170 |75 |LBR . Dated , Trivandrum , 16th October 1975 . 

S. R. O. No. 952| 75. — In exercise of the powers conferred by 
Sub- section (2 ) of section 8 of the Factories Act , 1948 (Central Act 
63 of 1948 ) and Sub -section (4 ) of section 5 of the Indian Boilers 
Act, 1923 (Central Act 5 of 1923 ) , and in Supersession of notification 
No. 89798G4|67|HLD dated 21st November 1967 published in page. 
573 of the Kerala Gazette dated the 5th December 1967, the Govern- 
ment of Kerala hereby appoint Sri K. M. Kamaruddin to be the Chief 
Inspector for all purposes of the said Acts and the Rules issued 
thereunder . 


By order of the Governor, 
U. MAHABALA RAO , 

Secretary 
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Explanatory Note 


( This is not a part of the notification , but is intended to explain 
its general purport ). 

By notification No. 89798 |64|67 |HLD dated 21-11-1967 
Sri K. Alippy was appointed as the Chief Inspector under the Factories 
Act 1948 and the Indian Boilers Act 1923. He has retired from 
service and Sri K. M. Kamaruddin has been appointed in his place. 
Sri Kamaruddin bas taken charge as Chief Inspector of Factories 
and Boilers. The above notification is to enable Sri Kamaruddin to 
discharge his statutory duties under the above said Acts . 
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